ETag: "39ef4c553e22156bba1eb389664a1ce0"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 6545
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Sam Sparks
x-archive-meta-case-cause: 16:824 a(3) Cogeneration and Small Power Production Rules
x-archive-meta-case-name: Exelon Wind 1, LLC et al v. Smitherman et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: txwd
x-archive-meta-date-case-filed: 2009-12-18
x-archive-meta-docket-num: 1:09-cv-00917
x-archive-meta-jurisdiction: Federal Question
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 890 Other Statutory Actions
x-archive-meta-pacer-case-num: 399510
x-archive-queue-derive: 0
x-upload-date: 2012-09-26T12:32:58.000Z
